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21 

ORIGIN EUR- 12 

INFO OCT-01 ISO-OO EPA-04 ERDA-07 OES-05 OIC-02 /031 R 

DRAFTED BY EUR/RPM:TMSAVAGE 
APPROVED BY EUR/RPM : JHM ADDEN 
EPA/CCMS:FAHARRIS 
ERDA:PPJODOIN 
ERDA:DHARVEY (INFO) 

095299 

R 232055Z FEB 76 
FM SECSTATE WASHDC 
TO USMISSION NATO 
INFO AMEMBASSY THE HAGUE 

UNCLAS STATE 043139 

E.O. 11652: N/A 

TAGS: CCMS, ENRG 

SUBJECT: CCMS: RATIONAL USE OF ENERGY - INTER- 

NATIONAL INDUSTRIAL DATA BASE MEETING - 
PETTEN, THE NETHERLANDS, MARCH 1-2, 1976 

REF: A) NATO 878, (B) SANDERS-HARRIS TELCON 

FEB 18, 1976 

1 . GIVEN SHORT LEAD TIME UNTIL SUBJECT MEETING, DEPT 
PREFERS THAT ENGLISH/ITALIAN INTERPRETER FROM BRUSSELS 
BE ENGAGED. PER REF B, CCMS COORDINATOR HARRIS WILL 
ARRANGE TO FUND INTERPRETER AT CONCLUSION OF SUBJECT 
MEETING. 

2. MAJOR FUNCTION OF INTERPRETER TO ASSIST ITALIANS TO 
CEMENT ENERGY CONSERVATION GROUP. ITALIAN DELEGATION HAS 
BEEN INFORMED. 

INGERSOLL 
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